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AUTHORS: Dz Kuliyev, R. Sh-, Mukharskaya, L. 4>, 
Preyzin, M. M., Chikareva, N. I. 


TITLE: Investigation of the possibility of producing transformer 011 
by adsorption refining 


PERIODICAL: Referativnyy zhurnal. Khimiya, no. 23, 1961, 450, abstract 
23Mea (Azerb. neft. kh-vo, no. 3, 1961, 35 - 38) 


TEXT: The oils were refined by means of adsorbants, using the method 
developed in the VNIT NP. It consists in the continuous contacting of 
the descending layer of the adsorbant (aluminosilicate catalyst of 

fractional composition 0,25 - 0.5 mn) with the ascending flow of the Va 
transformer distillate diluted with a solvent (gasoline from Surakhany { 
selected petroleum containing 5% aromatic hydrocarbons). Analysis, —_ 
according to fOCT 982-56 (GOST 982-56), of the adgorvtion-refined and 
also of the acid -alkaline refined oils from Baku Buzovny, Heft! vanyvye 
Kamni, Balakhany oil and Surakhany selected crudes, showe} that adforpiien 
refining (adsorbent/crude ratio = 1:1.5) faves froater etebilitey than 


Card 1/2 


gi Ss 


APPROVED FOR RELEASE: 03/13/2001 CIA-RDP86-00513R000411920004-0" 


"APPROVED FOR RELEASE: 03/13/2001 CIA-RDP86-00513R000411920004-0 


§/081/61/000/023/048/061 
Investigation of the possibility... B138/B101 


the acid-alkaline method and makes possible the production of high grade 

oils from tarry crudes. Adsorption-refined oils have very good electrical 
properties: low tané value and high electric strength. The replacement of A 
the old acid-alkaline by the new adsorption method of refining transformer 
oils will mean that a greater supply of crude is available, the operating 
properties of the oils will be improved and the service period in the 
transformers will be extended. [Abstracter's note: Comolete translation. | 


Care 2/2 


APPROVED FOR RELEASE: 03/13/2001 CIA-RDP86-00513R000411920004-0" 


"APPROVED FOR RELEASE: 03/13/2001 


CIA-RDP86-00513R000411920004-0 


$/065/61/000/004/ 010/011 


: E194/E284 
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TITLE: ee are of the Stability of Transformer 
ils 
PERIODICAL: Khimiya i tekhnologiya topliv i masel, 1961, No. 4, 
pp. 64-67 
TEXT : Previously the oxidation stability of transformer 


oil was determined by prolonged oxidation in beakers at a temper- 
ature of 105°C. This method is sensitive but lasts up to ten 
days and a quicker method was required for production purposes. 
An accelerated method which can give a result in one day uses as 
catalyst a steel ball of 12-14 mm diameter and a copper plate of 
50 x 30 x 0.3 mm wrapped up into 4 cylinder. 500 ml of oil is 
oxidized at a temperature of 105°C in a beaker 74 mm diameter. 
After oxidation the oil is cooled to room temperature in a closed 
thermostat and determinations are made of acid number, dielect- 
ric loss angle and water soluble acid content. Results obtained 
by this test on transformer oil prepared in different ways from 
various crudes are quoted and it 1s concluded that the accelerated 
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An Investigation of the Stability of Transformer Oils H 
method gives results comparable with those obtained by the long 


term method and is also in agreement with the 8TH (VTI) method 
(Standard PocT qgl-s5 (GOST 981-55)). Of course the method 
assesses the degree of ageing of the oils only in the initial 
stages of oxidation and does not characterize the later stages of 
ageing including sludge formation. The composition of the various 
Oils studied was examined by the n - d - A method which is based 
on determining the refractive index, the density and the aniline 
point. This method was used to determine the aromatic ring 
content of various oils and it is concluded that one cause of the 
low stability of oils derived from Buzovny crude may be the high 
content of aromatic hydrocarbons. To determine their fractional 
composition the oils were subjected to vacuum distillation. The 
oils were split up into narrow fractions and the narrow fractions 
and mixtures of them were oxidized for eight days in open vessels 
at a temperature of 105°C. The oils were assessed according to 
the acid number, the content of water soluble acids and the 
reaction of aqueous extract after oxidation. Once again oils from 
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An Investigation of the Stability of Transformer Oils 


Buzovny crude are of less oxidation stability than those of 
Balakhany. They also differ in oxidation stability of the narrow 
fractions, all fractions of the Balakhany oil have aqueous 
extract of neutral reaction after oxidation, whilst the corresp- 
onding fractions of Buzovny oil have a high content of low 
molecular weight acid and for the higher fractions also have 
aqueous extract of acid reaction. Oxidation test results on 
different fractions of given feed stocks show that the stability 
is less in the fractions with higher boiling point. This is bec- 
ause of the high content of asphalt-resinous substances and of 
heavy aromatic hydrocarbons in the higher boiling fractions. The 
results demonstrate the possibility of improving the stability 

of the oils by reducing the top temperature of fractionation. In 
the case of Buzovny oils high stability is achieved by selecting el 


fractions within the boiling range of 350-420°C. In order to 
obtain stable transformer oils the boiling range selected should 
depend on the crude. There are 3 figures, 3 tables and 5 
references: 4 Soviet and 1 non-Soviet, 

ASSOCIATION: Energeticheskiy in~t Azerb. SSR 
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AUTHORS: Dzhuvarli, Ch. M., Mukharska, L. A. 
. 
TITLE: Research on transformer oils 


PERIODICAL: Referativnyy zhumal. Khimiya, no. 13, 1962, 532, abstract . 
1301188 (Elektroenergiya, v. 12, no. 8, 1961, 3-7) 


TEXT; The results of research into the electrical properties and stability 
of transformer oils (T0) produced from Baku petroleum are given in an 
article by members of the Energetich. in-t AN AzerbSSR (Power Engineering 
Institute AS AzSSR). This shows that the dielectric loss and electrical 
conductivities of freshly prepared 1, which have been fefined by the action 
of acid and alkalis are governed by the sodium naphthenates remaining in 
the TO as a result of insufficient refining. The addition of bituminous 
gubstances and naphthenic acids reduce the coefficients of dielectric loss 
and electrical conductivities of Na-soap/T0 systems through adsorption of 
colloidal particles in the soaps. The oxidability of TO is governed by 
the properties of the raw material and by particular features of the 
production technology adopted. When using bituminous oils, the present 
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method of alkali-acid refining ensures that the TO are stable only if the 
consumption of H,80 is high. The. adsorption method of refining opens up 
prospects for improving the quality of the TO produced from bituminous 
petroleums. ([Abstracter's note: Complete translation.| 
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qytHoRs:  Aldyev, Z B+, Dehuvarly, Ch. Me 
S. Ns, Melikova, T, A. ; 
TITLE: 
voltage field 
_ PERIODICAL: Referativnyy zhurnal, 


Khimiya, no. 4; 1963, 521-522, Sustect 
4P162 (Tr. Energ. ineta. AN AzerbSsR, 15, 1962, 


TEXT; As a result of work on the detarmination of the paraneters of a cof- 
tinuous plant for the sulfuric acid refining of oil distillates 
fractionater it was found that the distillate oil-avtol 10, 
in the electric fields of 
aifferent forms of voltage (industrinl frequency, rectificd and pulsed by 
mono- and dipole waves) at appropriate field gradients. 
its own optimum gradient at 
the refined oil conforms with rect (GOST) standards. 
but depends on the electrical and technological 
A circuit diagram is given for tne experinenta} 


if farind Menon e 
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plant. [Abstracter's note: Complete translation.] 
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ACC NR! APG6005029 _ SOURCE CODE: uR/0105/65/000/001/co91 /o092 
AUTHOR: _Azimoy, Be A; Alizade, A. A.; Aslanov, R. Ke: Guseynov, F. G.; 4 


Dzhuvarly, Ghe Me; Yel'yashevich, Z. B.; Kadymov, Ya. B.; Kulizade, K. Ne; 
Kyaaimzade, Ze I.3.Mamikonyants, L. G.3 Petrov, I. I.3 Rustamzade, P. Be3 
Spirin, A. A. Syromyatnikov, I. A.3 Esibyan, M. A.3 Efendizade, A. A. 


ORG: none 


TITLE: Professor} Boris Maksimovich Plyushch “BR 


SOURCE: Elektrichestvo, no. 1, 1965, 91-92 


TOPIC TAGS: electric engineering, electric engineering personnel, petroleum — 
engineering personnel, petroleum engineering 


October 1964. Graduating from Azerbaydzhan Polytechnical Institute imeni 


Azizbekov, subject worked in Caspian shipping industry and later headed the designing 
division at the Azerbaydzhan department of Elektroprom. With Azineftekhim since 
1927, starting as laboratory assistant; department head since its formation in 

1938; deputy dean of power engineering division in 1943-45. One of top Soviet 
experts on the electric power supply and electrical equipment of the petroleum 
industry, he has trained many engineers and scientists for this field and is the 
author of over 60 published works and inventions. Widely known are his works on 
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determining power losses in drilling. He was the first to investigate the problem 
of selecting the most suitable power characteristics with due consideration for 
wave-like torque distribution along the drilling string. He did research on the 
automatic regulation of drill feed, critical roller-bit speeds, self-starting 
electrical pumps, etc. A party member since 1945, subject has been awarded the 
Order of the Red Banner of Labor. Orig. art. has: 1 figure. /JPRS/ 


l 


yt 
SUB CODE: 09, 13 / SUBM DATE: ' none 


Ph ee mee ee ee ee 8 


APPROVED FOR RELEASE: 03/13/2001 CIA-RDP86-00513R000411920004-0" 


"APPROVED FOR RELEASE: 03/13/2001 CIA-RDP86-00513R000411920004-0 


ABDULLAYEV, G.B.; IBRAGIMOV, N.I.z; MAMEDOV, Sh.V.; DZHUYARLY, T.Ch. 


ae et oN 


State of an Mn impurity in Se. Dokl, AN Azerb. SSR 21 no.4313-16 
"65. (MIRA 18:7) 
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Abs Jour: Ref Zhur - Biol., No 6, 1958, 24034 


Author :_Dzhuzha, M.S. 

Inst : Not given 

Title : On the Phenomenon of Browning of Beef-Peptone 
Agar Caused by Flexner Dysentery Bacteria. 


Orig Pub: Zdravookhr. Tadzhikistana, 1957, No 1, 44 


Abstract: After Flexner's . dysentery bacteria were trans- 
ferred 2-3 times on BPA, there appeared a diffused 
light or dark brown coloration in 106 of 300 
investigated cultures along the formed streaks. 
Of these 43.4% comprised type V, 20% type W, and 
39% a type not agglutinated by YWZ sera. 
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AUTHOR : Golitayn, G. 8.3 Dehuzumkuley, T.; Stanyuk ovich, K. P. a 
ORG: none Lots ae ee ys afer 
TITLE: General solution of the equations of magnetohydrodynamics for one dimensional 


non-stationary and plane stationary motions 
SOURCE: Magnitnaya gidrodinamika, no. 1, 1966, 65-73 © 


pa TAS} magnetohydrodynamics, mhd flow, pesbpicamidoeseiechoogedsicn ma graf 
TRACT: the authors consider the solution of the equations of magnetohydrodynamics 
~ for the case of a gas having ideal conductivity, for one dimensional non-stationary 
and plane stationary motion in a magnetic field perpendicular to the direction of 
motion. While the fundamental results were previously obtained by one of the authors 
(with S. A. Kaplan, DAN SSSR 1954, v. 95, 4, 769), the present article presents a 
solution which is more general and is applicable to one dimensional non-stationary 
motions. The method used to derive the equation is similar to that used first in 
ordinary gas dynamics by one of the authors (Stanyukovich, Inzh. zhurnal v. 4, 318, 
1964) to investigate plane stationary motions. ‘The resultant partial differential — 
equations are solved approximately; by the]Chaplygin method. The degree of approxima- | - 
tion of the results is briefly disctisséd. Orig. art. has: 48 formless. 
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DZHVAKHISHVILI, Aleksandr Nikolaevich. Geororfologicheskie raiony gee SSR; 
tipy rel'efa i raiony ikh rasprostraneniia. Moskva, 1947. 178 p. (Institu 


geografii AN SSSR i Institut geografii im. Vakhushti AN Gruzinskoi SSR.). 
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1. Iz laboratorii eksperimental'noy patologii i terapii (zav, - 


G.S.Kan) Leningradskogo nauchno-issledovatel'skogo instituta 
tuberkuleza,. 
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Divarselévill, A. G. On a criterion of convergence f a 
a Tauler peless” Scoblfeniya Akad. Nauk Gruziit SSR | 
Mathematioa] Reviews 11, 403-407 (1950). (Russian) WO. 7 


Vol. 14 Noe 7 ' Suppose f(x) isan integrable function over the interval | : 
(=a, 2) vanishing on a closed subset E. It is shown that 
iT 


July - . 
ri ial eae 1065 the Fourier series of f(s) converges tq zero at every point 
tof density of the set Z provided | ; ! 


of : fe 
; 0° : (°) Lolf. a)<+e at 
(- { ; bot ; 
Wa where the & are the intervals contiguous to Ein (-#, #) . 
L g and aff, 8) is the oscillation of f(x) over the interval &. This 
4 result is used! to prove that if fix) is bounded on £, sptisfies 
; _ (*), and has finite derivates at the points of density of E, |: 
, and if g(x) is integrable on (—*, x) and is bounted on the , 
complement of B, ther the Fourier serics of the functions , 
> g(x) f(x) and g(x) f (xe) are equiconvergent at every point xo). 
of density of E. CG. Klein (South Iladtey, Mass.). 
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> LQ 478 €1950); (Russian) 40-7 


Mathematical Reviews |) Ati action a(t, x) (05258, 0<1<b, nal, 2, +++) is eaid 
Vole 14 Noe 7 -.. | to be a kernel if lima. Su’Gal(t, z)dt=1 holds for any a, 8 


July © Awst 1968 Coue A 


Analysi« 
‘ ; ‘ : sweet Te eases) 
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nd vu WO Wnitee te Wet RS 6 

_ [such that oSa<x<fSb. The author | proves the following 
theorem. Let f(x) be a function integrable in the sense of 
_| Denjoy-Perron, and let ¢,(¢, x) be a kernel satisfying the 
"following conditions: (1) ¢.(,£)>0 (n=1,2, +++): (2) 
fPbalt, x)dtaK(x)< 0 (n=1, 2,-°-); (3) for fixed x,: 
"t @a(t, x) as a function of ¢ is increasing on the interval [a, =] 

: and decreasing in the interval [x, 6]. Then 


: ton Pit eden te) 


| at every pbint x a which f(t} l2 equal to the derivative of 
; its integral. The proof is based on the following theorem. Let 
4 £102), (2), ++ be a sequence of functions defined ia [a by, 
| of bounded variations and such that lims+e Seta(z}dz=0 


for any age3b. If 
St Le), VSM (0<e<d,amts2 oo), 


L : itheh’' limson Se Oge(di=0 holds f functi } 
e NInteeabl the ene ‘Denjoy-t ceed ae on -f si 
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somcacnable set with the followin propertics: (1) for every | 
interven, 8) 20 (a,b) the funetion PCy) = SP f(x, yd is : 
‘robles on dad fp Gody isa continuous function af the ! 
interval (ee, ); (2) every closed set OC (a,b) contains af 
portion Posuch that f(y, y) is sunipable ter ae Py ye dy 
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pe Ms ‘ ue, os sense of Benfoy. A Re ruil, SOR Trudy ; 


| Mat. Inst. Razmadze18, 221-236 (1951). (Russian. 


Ee ES aN ge Ty 


Georgian summary) 


: = ae ' ‘A sequence of functions F,(x), Fa(x),.0°* defined on fhe}. 

ie : interval (a, 6) is said to be uniformly (AC*) [(AC) Jon the}: | 

ne ' set EC (a, 6) if givene>O there is an »>O such that for every | 

; “4 system of intervals (8:} whose end-points belong to Ej — 

: eo . the inequality DT |4| <a implies : : 

a . Mathematioal Reviews . “ ” ' 

. Vole 14 Now 7 Le(Fai di) <e [Eracrasanl <e] eats, 0-9 

oe July = August 1955 : | 

~ Analysis where w(Faz8s) [A(Fa:8s)] denotes the oscillation (the; ~ 

increment} of F,(x) on the interval 8 The sequence! - 


{Fa(x)} is uniformly (ACG*) [(ACG)]J on (a, 6) if every 
perfect set EC (a, 6) contains a portion PCE such that 
{F.(s)] is uniformly (AC*) C(AC)] on P. 
Theorem: Let Aix), fa(x), o> be a sequence of func- 
tions which are (B)-integrable [(D*)-integrable] on (a,b); 
and converge tot limit: function fo(x). Hf the sequence ! 
(Pv) Sift] is uniformly (ACG) ((ACGS)] and uni-! 
founly continues an (a, b), then the linut funetion fox) is; 


(D)-inteyeable [(D" integrable} and. 
"pb ‘b 
im | flndae= | fol nae. 
are V@& she 


Co tefey 
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Divarielivill, A.G. On representation of « functio bya | oh 

er_ integral. Soob&%eniya Akad. Nauk Vorasin, aed 
SSR 13, 201-205 (1952). (Russian) aaah 


Soe ical Rasiees This paper is concerned with the analog for Fourier 


; | integrals of a convergence criterion for Fourier series ob- 

Vol. 15 No. 1 i tained earlier by the author [same Soob¥éeniya 11, 403-407 
Jan. 1954 | (1950); these Rev. 14, 635]. The present results, though 

_ Analysis | derivable from those of the series case, are given separate 


treatment. The basic result is that if the integrable function 
| f(x) vanishes on a closed set E of positive measure on whose 


i contiguous intervals df has oscillations w(ds; f), then the 
{integral 


. ; u- 3 | Soe Near f fotoe sin wid! 
q-l | = 
Le 


jconverges to f(x) at every point of density of E provided 
\eiwia(des f\P<S+oe.. GC. Klein (South Hadley, Mass.). 
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ae Let F(x,y) be a continuous function of period 2a in ea 


variable. By Tue denote the best a roxima 
4M TL tion of 
F by trigonometric polynomial c 

Mathematical ~~ andniny.e Let si © 7 m(.y) of order m in x 
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Lah as ee WF, 5y )ssup / F(x ,y) -F(x2,y7,) “F(x, ,y2)+F(x9,y0) /, 

: | I= me/aZ5, 10 tof 

| Analysis = : ee 
: be the modulus of continuity of : 
cu y of Fin x and let 
—_ be - zoe of continuity of F in ac Pi veoh) 
w 
| | | yours § ae efined similarly. Finally, let A (F,x,y,h,k) 
i . ° Pa ’ - 7 

F(xeh,y+k)+F(x-h,y+K )#F(xth,y- 
; ‘ y 3 3 x 2¥ k) 
| PY , HF(xehy yok )+hF(x,y)-2F(x+h,y) 
’ _ ; ~2F(x-h,y)~2F (x,y+k)~2F(x,y-k)« 
Thent 1) We hav 
: | Ban(F)=q/w(F mL yn? )ey4(F yn! )ey(P m2) 
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for every (x,y).2) If B F7*M/mn(mynel, gese), then, wit 

a suitable N> 0, we haveJa™ (F,x,y,hsk,) (hek).3) If, in 

addition A“. We n, then/O" (£,x,y hk) S Mhk, with 
Mew. li) If 


[a* (F,x,yshyk)] & Mhk, 
7 [F(xeh,y)@F(x © hyy) -2F(x,y)/& Mh, 


; and 4f the latter condit on holds with x and y interchange 
then Bunf ¥ 77 A(m"*en""). Ae Zygmund. 
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Mathematical Reviews Sivariete, 4.0 summation double tigononcnt | Ne 


w£eties by Riemann’s method. Soo ettiya Akad. Nauk | 
Vole 14 No. 10 'Gruzin, SSR 13, 513-518 (1952)"°Meussian) 
Nov. 1953 : Let A*(F, x, y, h, k) be defined as in the preceding review. | 
Analysis ‘With every double trigonometric scries (5S) we associate a} 
: ‘function F(z, y) obtained as the aum of the series integrated | 
‘termwise twice with respect to x and twice with respect to y. ' 
of ; The series (5) is said to be summable R, at the point (x, y) 
- { 4 ‘to sum s if the series defining F converges in the neighbor-| 
j hood of: (x,y) and if limes 0A"(F, x, y, 20, 2e)/161'r* = 5, | 
LL | provided “ and v tend to +0 in such a fashion thati. 
jA'Su/osn. The main result of the paper is that if (S) is; 7 
j the Fourier series of an feL and if it converges in the| 
: | Pringsheim sense almost everywhere, then it is summable 


| Ry almost everywhere, to the same sum. A. Zygmund. | , 
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DZHVARSHEYSHVELT, A. S - (Russian) No}, i 


ee 7 ‘/hartet ‘On N. NY Luzin's theorem for func- 


where in Ry. Here A,'(x, y) = (A) link. (hk)'A(B, x,y, h, k), 
where (4) limistaken under the restriction that MIS hk sy, 


Mathematical Reviews AZ 1, and 
May 1954 ee O(F, x, y, hyk) = F(x, y) —Flx+h, y) 
Analysis 


No proof is given, but the author indicates how to obtain, 
using a suitable Collection of Cantor step functions, the 
"result: If B(x, y) is continuous on Ro there exists for every. 


At is stated as an pplication thar there exists for any 
such f a double trigonometrical Series which js summiable} i 
a almost everywhere to f(x, ¥), the Ry sum being | 
(A) lisse (k)-2(R, “Yh, k), where R is the result of 
‘ integrating the series twice With respect to each viriable 
and A*(R, x, y, h, k) =A(A(R, x, yh, k), *~h, y~k, h, b). 
G. Klein (South Hadley, Mass.), 
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Fubini's Theorem for the Double Integral of D'Anjois 


Preseats without proof several theorems on sufficient conditions for the possidtility 
of reducing a double integral to the iterated type. 


SO: Referativire: Zhurze 
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On one A dyemund inequality for functions of two variables. 
Soob.AN Gruz. SSR 15 no.9:561-568 '54. (MERA 8:9) 


1. Akademiya nauk Grusinskoy SSR, Tbilisskiy matematicheskiy insti- 


tut im. A.M.Basmadse. Predstavleno deystvitel'nym chlenom Akademii 
V.D.Kupradze. 


(Functions of several variables) 
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Application of S.N.Bernshtein's inequality of integrated functions 
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Btitut imeni A.M.Razmadze. Predstavleno akademikom N.I.Muskhelish~ 
vili. 


(Functions) 
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Generalisation of absolutely continuous functions of two variables, 
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(Functions, Continuous) 
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Petrovich, kand,tekhn nauk; IVANOV, A.Ye,, otvetstvennyy reds; 
MADBINSKAYA, Aube, tekhn.red, 


{Organisation of hydraulic filling in coal mines] Orgenizatsita 

gidrosakladochnogo khogziaistva na ugol'nykh shakhtakh, Moskva, 

Ugletekhizdat, 1957. 182 p. (MIRA 11:4) 
(Hydraulic mining) 
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Functions conjugate with D-integrable functions. Soob.AN Grus. 
S8R 23 no.4:385-389. 0 '59. (MIRA 13:5) 


1, Akademiya Nauk Grusinskoy 5SE, Thilisskiy matematicheskiy 
institut imeni A.M, Rasmadse. Predstavleno chlenom - korrespon~ 
dentom Akademii G.5,Chogoshvili. 

(Functions) 
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Conjugute functions. ‘Trudy Mat.inst+.AN Gruz.SSR 26: 


105-119 '59, (MIRA 13:6) 
(Functions, Periodic) 
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DZHVARSHEYSHVILI, A.G. 
su oe 
Determination of technological indices of Nakeral'skiy weakly 
cemented sandstones for hydraulic backfilling purposes. Trudy 
Inst.gor.dela AN Gruz.SSR 2:111-118 '60, (MIRA 14:10) 
(Georgia--Sandstone) (Mining engineering) 
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S/263/62/000/01 1/011/022 


AUTHOR: ee A sees 1007/1207 
TITLE: easuring water hammer in a two-component (binary) mixture flowing through small- 


diameter pipes 
PERIODICAL:  Referativnyy zhurnal, otdel'nyy vypusk. 32. lzmeritel'naya tekhnika, no. 11, 1962, 33, 
abstract 32.11.242. In collection: “Novyye metody izmereniy i pribory dlya gidravlich. 
issled”. M., AN USSR, 1961, 159-161 
TEXT: A special measuring device for investigations of water hammer in pulp pipe-lines 80.5 mm, has been 
designed at the Institut Gornogo dela AN Gruzinskoy SSR (Mining Institute, AS, Georgian SSR). Instead of J 
the MH-1 (MI-1) and MH-2 (MI-2) piston pressure transmitters having a minimum measuring error of 8-12% a 
the device uses special strain-gage transducers for a 200-400 ohm range, made of constantan wire and having 
a base width of 50-60 mm. The strain-gage transducers are connected with and amplifier whose output is 
tecorded by a MI1O-2 (MPO-2) oscillograph. The frequency of natural oscillations of the vibrators ranges 
from 1200 to 3000 cps. The sensing device is of the following design: a 20 mm diameter receiver is filled 
with grease; the sensing wire of the gage is glued to this receiver. Statical and semidynamic calibration of 
the strain gages was carried out on a hydraulic press by quickly varying the pressure over a range from 15 to 35 
kg/cm?. The error of the measuring device with strain-gage transducer is approximately 1.5% but decreases 
during prolonged research work as a result of frequent testing and rating, to 0.2-0.5%. There are 2 figures. 
[Abstracter’s note: Complete translation.] 
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Hydraulic conveying) 
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(Study and improvement of hydraulic filling operations in 
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Gruzinskoi SSR, 1962, 215 Pe (MIRA 15:11) 
(Tkibuli region--Mine filling) 
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DOHVAKSHEYSHVILI, A.G., kand, tekhp,e pauk 


Conference on hydraulic engineering machinery, Gidr. stroi, 32 


n0e3259-60 Mr 162, 


(Hydraulio engineering—Equipment and supplies) 
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DZHVARSHEYSHVILT, A.C. 
eed eile Li SA ELIS met oestrone 
Boundary rroperties cf anulytic functions of several variables, Trudy 
Mat. inst. AN Gros, SER 29:3147-167 163, 
(MIRA 17:12) 
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DZHVARSHEYSHVILI, Aleksandr Gayozovich; EBLOV, V.S., red. am 
MAKSIMOVA, V.V; oy vekhn. red. 


re 


(Pressure transducers for automatic control apparatus in 
hydromechanization] Datchiki davleniia dlia avtomatizatsii 
ustanovok gidromekhanizatsii. Moskva, Gosgortekhizdat, 
1963. 67 p (MIRA 16:6) 
hutoantic control) (Tranaducers) 
(Hydraulic mining—Equipment and supplies) 
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DZHVARSHEYSHVILI, A.G., red.3; CHERNOSKUTOV, K.A., red.; CHICHUA, 


B.K., re. “iyo Ai eat ED Ha 7 


{Checking and measuring instruments and means of automatic 
control used in hydraulic mechanization; a collection of 
materials of the...¢] Kontrol'no-izmeritel'nye pribory 4 
sredstva avtomatizatsii v gidromekhanizatsii; sbornik ma- 
terialov.... Tbilisi, Metsniereba, 1964. 149 p. 

(MIRA 18:4) 
1. Nauchnoye soveshchaniye "Kontrol'no-izmeritel'nyye pri- 
bory i sredstva avtomatizatsii v gidromekhanizatsii." Tiflis, 
1961. 


APPROVED FOR RELEASE: 03/13/2001 CIA-RDP86-00513R000411920004-0" 


"APPROVED FOR RELEASE: 03/13/2001 CIA-RDP86-00513R000411920004-0 


DZHVARSHEYSEVILI, AG. 


cetaceans 
Existence of a singular ategrale Soob. AN Grace ESR 34 noe} 
529-534 Je '& (HRA 1831) 


Le Tbilisskiy mutematicheskly inc ttt imeni AM. Remwize AN 
Gruzinsxoy SSRe Submitted O:tobe: 2, 19c3. 
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DENVARGHEY SHV ILI » AG. 


Riesz's theorem for multiple singular integrals. Sooh, AN Gruz, 


SSR 38 no.21267~271 My '65, (MIRA 18:9) 


1, Thilisskiy matematicheskiy institut imeni Razmade, AN GruzSSR, 
Submitted September 9, 1964, 
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HVARSHEYSIVILL, A.G.3 KIRMELASHVILI, G,I. 
Determining the amount of hydraulic impact pressure in hydraulic 
mining equipment. Soob. AN Gruz. SSR 39 no.2:403-410 Ag '65. 
(MIRA 18:9) 
Le Institut gornoy mekhaniki, razrabotki mestorozhdeniy i fiziki 
varyva AN GruzSSR, Submitted February 19, 1965, 
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PIVARSHBYSH 1.2) heGe 


Conjugate functionss Soobe AN Grute SSR 40 noel:19~-24 0 '65, 

(MIRA 18:32) 
1, Thilisakly matematicheskiy institut imerd A.M, Rawnadze AN 
Grusinskuy SSR, Sutmitsed May 18, 1965, 
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DEGUTIS, Yu. [Degutis, J.]; DZHYUVENE, D. [Daiuviene, D.] 


Synthesis of derivatives of 2,3,4,6-tetraacetyl~ 4 -D-gl opyrano 
'=~gluc ET) 

acylated with lal pi eer ecarbecbpenael fe i acids. Zbhur.ob, 

khin, 32 no.5 31667-1671 My 162, (MIRA 1535) 


1. Vil'nyusskiy gosudarstvennyy universitet imeni V.Kapsukasa 


4 Onkologicheskiy nauchno=issledovatel'skiy institut Litovskoy SSR, 
(Glucopyranose) (Acids, Organic) 
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DZIABASZSVSKI, ANDRZED. 
ee eR 


-Poznan, Poland; Panstuowe Wydawn, Naukewe, 1959. 72 P. 
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Krayzeki (Arglopidac) Wielxopolskiego Parku Narodowego pod Poznanien. 


Monthl; List of East European Accessicns (EEAI) LC, Vo}. 9, no. 2, Feb. 1960 


Uncl. 
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.DZIABASZEWSKI , ‘Bohdan ! 
oe ela shane 


The lichen flora in the vicinity of Poznan as compared with the flora 
ve the entire region of Great Poland. Biol prace Poznan 22 no.4:1-16) 
, 


1, Zaklad Systematyki 1 Geografii, Uniwersytet im. Adama Mickiewicsa, 
Poznan; kierownik zakladug prof. dr. Z Caubinski i Zaklad Ochrony 
Przyrody, Polska Akademia Nauk oddzial w Poznaniuy kierownik zakladu: 
prof, dr J. Urbanski. 
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DZTACZKOWSKI, H; 


Economy of coal as one of the important tasks in the gas 


industry. p. 277, Vok. 29, no. 8, Aug. 1955, Gaz, Woda I Technika Sanitarna, 


SCURCE: East European Accessions (EEAL), LC, Vol. 5, no. 3, March 1956. 
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DZIACZKOWSKI, I. 


Operative technic in the-Distriat Hospital in Plonski in surgery of. 
ulcers, Polski tygod, lek 7 no. 3621103-1105 8 Sept 1952, (CLML 23:5) 


1. Of Plonsk District Hospital, 
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DZIACZKOWSKI, I. 


[PPP ARS Lik Bh OD Leeds Bea Rae 


Combined anesthesia. Peleki tygod. lek. 7 no. 46:1506-1511 17 Bov. 
1952. (CLAL 26:1) 


1. Of Plonsk District Hospital, 
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DZIACZKOWSKI I. 


Technika szycia chirurgicznego (Technique of surgical sewing) by I. Dziaczkowski. 
Reported in New Books (Nowe Keiaski.) March 1, 1956. 
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DZTACZKOWSKI,. Igor 


Btiopathogenesis of postoperative pulmonary complications. 
Polski tygod. lek. 11 no.41:1763-1767 8 Oct 56. 


1. (2 Oddgialu Chirurgicenego Instytutu Hematologii; dyrektor 
Instytuta i ordynator Oddzialu Chirurgicznego: doc. dr. med. 
Andrzej Trojanowski) Adres: Inst. Hemat., Warszawa ul. Chocimska 
(SURGERY, OPERATIVE, complications, 
postop. pulm. dis. (Pol)) 
(LUNG DISEASES, etiology and pathogenesis, 
postop. pulm. compl. (Pol)) 
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DZIACZKOWSKI, Igor 
Spirometric vital capacity as a criterion of pain and of 
secondary pulmonary complications. Polski tygod. lek. 11 no. 
4K; 1883-1886 29 Oct 56, 


1. (2 Oddzialu Chirurgicsnego Instytutu Hematologii; dyrektor 
Instytutu 1 ordynator Oddzialu Chirurgicsnego: doc. dr. med. 
Andrzej Trojanowaki). adrea: Warazawa, Inst. Hematologif, ul. 
Chocimeka 5, 
(ABDOMEN, surgery, 
pulm. vital capacity as criterion of pain & pulm. 
compl. (Pol) ) 
(RESPIRATION, function tests, 
vital capacity as criterion of pain & pulm. compl. 
in abdom. surg. (Pol)) 
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Control of postoparative pain. Polski tygod. lek. 11 no.51: 
2163-2168 17 Dec 56. 


1. (Z Oddsialu Chirurgicznego Instytutu Hematologii: dyrektor 
Instytutu 1 ordynator Oddzialu Chirurgicznego: doc. dr. med, 
Andrzej Trojanowski W-wa, ul. Chocimaka 5, Inst. Hematologii. 
(ANALGESIA, 
postop. (Pol)) 
(SURGERY, OPEKRATIVE, 
postop. analgesia (Pol)) 
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POLaND / Pharmacology. Toxicolouy. Local snesthetics. v 

Aba Jour : Ref. Zhur - Biologiya, No. 35, 1959, 13820 

Author : Dziuczkowski, Igor 

Inst = 

Tltle : Solution of anvusthesin in Urethano as a Prolonged 
Analgesic. Experimental and Clinical Investiga- 
tions. 

Orig Fub : Polski tygod. lekar., 1957, 12, No. 18, 668-673 

Abstract : The results of testing a 1% solution of anesthe- 
sin in a 25% aqueous solution of urethane are 
revorted. Infiltration of the taile of mice with 
thig solution made them insensitive to an induc— 
tion current for the period of 9 days. Histo- 
pathological changes were found in the tissues. 
The author introduced this solution with addition 

Card 1/3 
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POLAND / Pharmacology. Toxi¢ology. Local ancsthotics. v 
Abe Jour : Ref. Zhur - Biologiys, No. 3, 1959, 13820 


of 1% of novocsin to himeclf under the skin of 
hig shin. anesthosic lasted for 7 days, after 
which, at tho site of the introduction, itching 
and increased sensitivity of the skin appeared 
which lasted 344 wecks, as well es ce solid in- 
filtrate which/rosorrhed only after 14 month. 
ith eapplicetion of the solution efter surgery 
in the ebdominel cavity (in 7 patients for local 
(LA) and in 20 for conduction anesthesia; (CA) a 
considerrble decrease of pain in the area of tne 
surgical incision, and a decrease of the fre- 
quoncy of vulmonary complicetions which depend 
on the postoperative decrease of vital capacity 
of the lungs, were observed. However, LA in 
patients was compliceted by infiltration and 
separation of the edges of the wound, and in 


| Cara 2/3 
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POLAND / Pharmacology. ‘Toxicology. Local Anesthetics. 
Abs Jour : Ref. Zhur ~ Biolozlya, No. 3, 1959, 13820 


patients with CA, acute pains appoered in the 
intercostal muscles, which lested 5-6 weeks. 

The outhor fecle thet the solution of anesthesin 
in urethane is not suilteble for clinicel eppli- 
cation. -~- ii. A. Gruzman 
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DZIACZKOWSKI, Igor 
Ne acl 


Incision for appendectomy. Polaki przegl. chir. 29 no.2: 
151-156 Feb 57. 


1, 2 Instytutu Hematologii w Warasawie Dyrektor: doc, dr. 

A. Trojanowski 1 se Szpitala Powiatowego w Plonsku Dyrektor: 

dr. T. Garlej. Adres autcra: Warszawa, ul. Chocimska 5, Instytut 

Hematologii. 
(APPENDICITIS, surg. 

incision (Pol)) 
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DZIACZKOWSKI, IGOR. 
MEDICINE 


DZTACZKOWKI, IGOR. Technika wyctecta wyrostka robaczkowego. Warszawa, 
Panstwowy Zaklad Wydawn. Lekarskich, 1958. P. 63 


DNIM Not in DIC, 


Monthly Index of Eaet European Accessions (EEAI) IC, Vol. 8, no. 1, Jan. 59. 
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DZIACZEOWSEI, Igor 
3 ASCE RESETS! 
Therapy of thrombophlebitia with hutazolidin. Polski tygzod. lek. 14 
noo4331911-1914 26 Oct 59. 


1. (Z Oddsialu Chirurgicanego Instytutu Hamatologii w Waresawie; 
ordynator Oddzialu Chirurgicznego 1 dyrektor Insatytutu: doc. dr med. 
Andrzej Trojanowski). 

(THROMBOPHILABITIS, taer.) (PHENYIRUTAZONE, ther.) 
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DZIACZKOWSKI, Igor 


Arteriovenous communications and varicose veins of the lower extremi- 
ties, Polski tygod. lek. 16 no.26:990-994 26 Je 61. 


1. Z Oddsialu Chirurgicznego Instytutu Hematologii w Warszawie; dyrektor 
Instytutu i Ordynator Oddzialu Chirurgicsnego: doo. dr med. Andrzej 
Trojanowski. 


(FISTULA ARTERIOVENOUS comp1) 
(VARICOSE VEINS etiol) 
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USZYNSKI, Leszek; NALECZYNSKA, Angela; DZIACZKOWSKT, , Igor; PAWEISKI, 


Slawonir. 


Effect of dextran on the hemostatic and blood coagulation system. 


Pol, tygelek. 18 no.5131909-1912 


16 D'63 


1. Z Oddzialu Wewnetrznego 4 Pracowmi Biochemii Klinicznej; 
(cierownik: doc.dr.med. S.Pawelaki)i z Qidzialu Chirurgicznego 
Instytutu Hematologii (kierownikt doc.dr.med, A.Trojanowski 
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TROJANOWSKI, Andrzej; DZIACZKOWSKI, Igor 
Further observations on primry suturing of the common bile 
duct. Pol. przegl, chir. 35 no.7/8:808-811 '63. 


1. Z Oddzialu Chirurgicznego Instytutu Hematologii i z Oddzialu 
Chirurgicznego Lecznicy Ministerstwa Zdrowia i Opieki Spolecane j 
Ordynator: doc. dr A. Trojanowski. 

COMMON BILE DUCT) (SURGERY, OPERATIVE) 

JAUNDICE) (CHOLELITHIASIS) 

PANCREATITIS) (PERITONITIS) 

SUTURE TECHNICS) 
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DZIACZEOWSKI, Igor; LOPACIUK, Standalaw 


Comparative ‘studies on the blood ccagulatian system ard fibrine- 
lysis in the blood collected from varicose veins and from the 
ulnar vein in the vericose vein syndrome of lower extremities, 
Pol. tyg. lek. 19 ne.72241-244 10F 'O4. 


1. % Cdd2ialu Chirurgicznego (kierownik: doc. cr med. A. 


Trofanowski) 4 3 CA#tiealu Chorob kewnetranych, (kierowntk: 
doc, dr med. S. Paselski) Instytutu Hematologii, w Warszawie, 
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TROJANOWSKI, Andrzej; _D2IACZKOWSKI » Igor 


Primary auture of the common bile duct, Pol. przegl, chir. 
36 no.3#417-423 Mr ‘6d. 


1, Z Oddzialow Chirurgicznych Instytut Hematologis A Lecunioy 
Mintateratwa Zdrowia 1 Opleki Spolecanej(Kierownik: doc, dr A. 
Trojanowski). 
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DZIACZKOWSKI, Igor 
A bed scale for weighing the patients in the recumbent position. 
Pol, tyg. lek. 20 no.3311246~1247 16 Ag '65. 


1. % Kliniki Chirurgiczne} Instytutu Hematologii (Kierownik: prof. 
dr, med. Witold Rudowski). 
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_DZIACZKOWSKI, Igor 
Role of the determination of the body weight in the diegnesis 
and therapy of postoperative osmotio disorders. Pol. tyg. lek. 
20 no.40:1514~1516 40 165, 


1. 2 Kliniki Chirurgicznej Instytutu Hematologii (prof. dr. 
med, Witold Rudowski). 
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DZIBDECKI > 


OPT A NRPS: 


Capillaroscopy in clinical medicine. Polski tygod. lek. 
12 no.18:692-697 29 Apr 57. 


1. @ TIT Kliniki Chirurgicenej Akademii Medycsnej w Krakowle. 
Eferownik Kliniki: Prof. Dr. Jersy Jasienski. Krakow, ul. 
Smolenske 11, 
(CAPILLARIES 
capillaroscopy in clin. med., review (Pol)) 
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DOBROWOLSKI, Bronislaw; DZIADEK, Jozel 7 


Treatment of post-traumatic epilepsy by transplantation of 
preserved tissue and placetal extracts. Polski tygod. lek. 
10 no.3921283-1285 26 Sept 55. 


1, Z-Osrodka Przeciw. w Lodzi; kier: dr. med, Bronislaw Dobrowolski 
4 2 III Kliniki Chir. A.M. w Lodgit kier: prof. dr. med. 
Wincenty Tomaszewics, Lodz, ul. Koperniks 6/4. 
(TISSUE THERAPY, in various diseases, 
epilepsy ) 
(EPILEPSY, therapy 
tissue ther 
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WINOGRADOW, Leon; DZIADKOWIEC, Jen 


New techniques in the production of ceramic floor plates. Szklo 12 
no,8:237=243 Ag ‘61, 
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WINOGRADOW, Leon; DZIADKOWIEC, Jan 
Michiana ei a 


Preparation of technological parameters for the burning of floor 
plates in high piles, Ssklo 12 no,101304~312 0 ‘61. 
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DZIADOWICZ, J., major, mgr.,inz. 
meres "Rurbine-propeller engines. Wojak przegl 15 no.11:54-59 ¥ ‘Gl. 
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_DZIADOWIEC, Stanislaw... 


a Necessity of modernizing the technology of r¢ll and sleeve 
chains. Wiad naft 9 no.9:205~208 S '63, 
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